INSTITUTE OF PETROLEUM 


REVIEW 


* 


Honorary Editor: 
F. H. GARNER, 0.B.E., Ph.D., F.R.I.C. 


Honorary Associate Editor: 
E. B. EVANS, Ph.D., M.Sc., F.R.I.C. 


Editor: 
GEORGE SELL 


* 


VOLUME SEVEN 


1953 


THE INSTITUTE OF PETROLEUM 


26, PORTLAND PLACE, 
LONDON, W.1 


AN 


) 
warn 


CONTENTS 


Oil-Winning in Roumania Thirty Years Ago. By E. Boaden 5 
Around the Branches x - ; 12, 60, 87, 127, 155, 195, 274, 302, 343, 381, 413 
Iraq’s New Pipeline : . 19 
Personal Notes ; "29, 61, 03, 125, 168, 190, 229, 276, 300, 330, 377, 406 
Petroleum in Parliament . ; . 30,95, 138, 154, 400 
Council Commentary ; 31, 94, 134, 258, 381, 398 
Petroleum and the Law 49 
World Production Increases 59 
Petroleum Committee of I.L.O. 
Inspection of Refinery Equipment. By E. J. M. Tait 66, 97 
U.K. Petroleum Trade in 1952. By George Sell 81 
The Annual Dinner hE? 
The Elements of Cathodic Senitinn, By K. A, iin er 149 
Some Corrosion Problems Encountered in Mina-al-Ahmadi mien. By V. J C hir, 
F. H. Colenutt, and K. Turner 159 
Viscosity Measurement 167 
Fuels for Space Heating 168 
The Stores Organization in an Oilfield, D. S. urtis 181 
The Council and Officers of the Institute 1953-54 185 
Birmingham Students’ Dinner . 19] 
Admiralty Fuels and Lubricants Advisory Connie . 200 
4th World Petroleum Congress 203 
The Use of Oil-Base Mud in the Bahrein Field, By R. K. Smith 213 
The Automobile and the Petroleum Industry. By E. B. V. Potter 218 
World’s Largest Floating Drill 226 
Kwinana Progress 228 
Shell Chairman on World Conditions 230 
U.K. Petroleum Consumption . 231 
Safety Appliances 233 
The 1953 Summer Meeting 249 
Pioneering a Refinery—The Story of Cision: amelie: By W, F.C. Mackie 259 
Focus on Plant Maintenance. By George E. Halter 264 
The Persian Gulf. By P. M. de Veulle 285 
Chemical Engineering: 
Part I—Introduction. By Professor F. H. Garner 294 
Part II—Fluid Flow. By D. C. Freshwater 295 
Part I1I—Furnaces. By D. C. Freshwater 332 
Part 1V—Transfer of Heat. By D. C. Freshwater 369 
Part V—Refrigeration. By D. C. Freshwater 407 
Pakistan Oil Search : 304 
Petroleum Waxes. By S. T. Minchin . 321 
Sulphur Recovery at Fawley 329 
Iraq Oil in 1952 330 
Aden Refinery Progress 338 


Vacuum’s New Terminal 


nal 


Some Design Philosophy and Engineering Procedure in Petroleum Plant Construction. 


By R. C. Fisher 
Economics and Operations rena of the IP 
Progress at Coryton 
World Petroleum Statistics 
IP ASTM Co-operation in Sinedeciinnion 
U.K. Petroleum Consumption . ‘ 
Labour Statistics for the U.K. Petroleum 
The IP Review—A New Format in 1954 
The Council of British Manufacturers of Petroleum ecient 
Summer Meeting, 1954 


353 
362 
363 
365 
378 
379 
383 
397 
402 
417 


L. 

| 

| 

| 


